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ACTION NEA- 11 

INFO OCT-01 EUR- 1 2 ISO-OO EB-08 TRSE-00 XMB-04 CIAE-00 
INR-10 NSAE-00 L-03 /049 W 

121906 181219Z/41 

R 180908Z JUN 78 

FM AMCONSUL DHAHRAN 

TO USDOC WASHDC 

INFO SECSTATE WASHDC 6323 

AMEMBASSY ATHENS 

AMEMBASSY JIDDA 

USLO RIYADH 

UNCLAS DHAHRAN 0780 

ATHENS FOR RTDO 

E.O. 11652: N/A 
TAGS: BTIO, SA 

SUBJECT: INVESTMENT OPPORTUNITY: JOINT VENTURE PROPOSAL TO INSTALL 
ELECTRIC POWER SYSTEMS 

1 . AL-ZEID CORP., ELECTRICAL DIVISION, P.O. BOX 284, DHAHRAN AIRPORT, 
SAUDI ARABIA (PHONE: 48785, ALKHOBAR, TELEX: 670168 ALZEID SJ) IS 
HIGHLY INTERESTED IN JOINT VENTURE FOR UNDERTAKING ELECTRIC POWER 
GENERATION AND TRANSMISSION PROJECTS IN SAUDI ARABIA. SCOPE OF 
PROJECTS WILL INVOLVE UP TO 500 KV OVERHEAD LINES. SAUDI FIRM IS 
PREPARED TO NEGOTIATE TERMS OF PARTICIPATION WITH INTERESTED 

U.S. COMPANIES. 

2. AL-ZEID HAS APPROACHED SEVERAL U.S. FIRMS WITH SIMILAR PROPOSAL. 
HOWEVER, IT NOW WISHES TO GO AHEAD WITH CONCRETE PLANS OF 
COLLABORATING WITH U.S. ELECTRICAL CONTRACTORS. REPRESENTATIVES 
OF AL-ZEID ARE PREPARED TO VISIT UNITED STATES FOR FURTHER 
DISCUSSION WITH GENUINELY INTERESTED U.S. FIRMS. SAUDIIFIRM 
WOULD APPRECIATE COMMUNICATION BY TELEX. 
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